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EVENT FOR PENETRATION/EXTRAPGLA TION 


THIS EVENT WAS REALIZED WITH THE ASSISTANCE OF 
GLORIA VALDEZ, CARLOS CACCIATORE AND THE WORK STAFF AT THE 


MUSEO UNIVERSITARIO, MEXICO CITY-14 AUGUST, 1976 
1. SOUND PENETRATION OF PLATE GLASS 
2, LIGHT PENETRATION OF PLATE GLASS 
3. BODY PENETRATION OF PLATE GLASS 
DIMENSIONS OF PLATE GLASS~-1m 75cm X 1m 75cm X 5mm 
WEIGHT OF BODY-64:O0kgm/SPEED OF BODY-4-0mt.sec™' 
MOMENTUM OF BODY AT IMPACT— 256-O0kgm.mt.sec ~ 
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